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SECTION 1 



1-1 . GENERAL 



INTRODUCTION 



This Illustrated Parts Breakdown (IPB) lists and illustrates the field-replaceable 
parts for the SPERRY UNIVAC Remote Keystation Adapter Type 8596 -OO thru - 03 . 

The IPB consists of five sections . 



Section 1 . Introduction . This section contains information on how to use the 
IPB. 

Section 2. Illustrations/Group Assembly Parts List . This section consists 

of pictorial breakdowns and indexed parts lists of all assemblies 
in the unit. 



Section 3- Reference Designation Index . This section is a list of parts for 
which a reference designation is given in the parts list. The 
parts are listed in alphanumeric order by schematic reference 
designation; figure and index numbers are given to aid in locating 
the part in the parts list in Section 2. 

Section 4. Numerical Index . This section provides a numerical list of all 
part numbers in the IPB. The figure and index number are given 
for each part to aid in locating the part in the parts list in 
Section 2. Attaching hardware is not listed in the Numerical 
Index . 

Section 5* Attaching Hardware . This section provides a numerice.1 listing of 
all attaching hardware listed in Section 2. 
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1-2. HOW TO USE THE IPB 

1-3. FIGURE/ASSEMBLY LOCATOR (FIGURE A) 



Figure A is provided as a quick reference to indicate the figure which breaks down a 
particular assembly. Indented figure numbers are subassemblies of the figure under 
which they are indented. 

EXAMPLE:' Figure/Assembly Locator 




1-4. ILLUSTRATION AND PARTS LIST 

The callouts on the Illustration and Parts List shown have the following 
significance: 



ILLUSTRATION 

A - A circled index number indicates an assembly which has its parts illustrated 
on the same figure. If the circled number has a figure notation next to it, 
its parts are shown on the indicated figure. 

B - "REF" on the illustration means that particular item has been shown on 
another area of the same figure and is shown at this point for reference 
only. 
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PARTS LIST 

C - FIGURE & INDEX NO, 

The digits preceding 
particular assembly, 
between the indented 
illustration. 

D - PART NUMBER 

This column contains the Sperry Univac part number for the item listed. 
n N 0 NUMBER" indicates the item should not be ordered. A number with a 
suffix n -XX ,! means the part number is variable and a selection must be made. 

E - REFERENCE DESIGNATION 

A unique designation which is assigned by schematic diagrams for the item 
listed. 

F - DESCRIPTION INDENTION SYSTEM 

The numbers in the description header indicate the relationship of parts as 
shown by the dots preceding the description. An item preceded by two dots 
is part of the last one-dot assembly above it; a three-dot item is part of 
the last two-dot assembly above it; etc. 

G - NUMBER-PER-ASSEMBLY 

This is the quantity of indexed parts used on the next higher assembly. 

"REF 11 in this column means the assembly has already been listed with its 
quantity in a preceding figure. "AR" in this column means "AS REQUIRED" 
and is used when the quantity is unspecified or variable. "NP" means the 
part is non- pro cur able. 

H - ATTACHING HARDWARE 

The part numbers following the asterisk (*) are the items needed to attach 
the indexed part. A numerical listing of all the attaching hardware, used 
in this book, can be found in Section 5 ° 

I - FIGURE ASSEMBLY ATTACHING HARDWARE 

The attaching hardware for the assembly listed as the figure are found on 
the next higher assembly indicated. 

J - ACTIVELY SUPPORTED PART NUMBERS 

A "#" symbol in this column indicates that the part is active in the WDC 
supply system. If an order is accepted for a part that does not have an 
indicator (#), the part will have to be sourced by WDC. 
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K - USED-ON-CODE 

If this column is blank* the part is applicable for all units in this book. 
A letter or group of letters designate the unique variable part or feature 
for which a selection must be made. The letters have the following 
significance: 



USED- ON-CODE 


DESCRIPTION 


1 


T 8598 -OO Remote Keystation Adapter (Local) 




50/60 Hz 100-1 20 V 


2 


T 8598 -OI Remote Keystation Adapter (Local) 




50/60 Hz 200-240V 


3 


T8598-02 Remote Keystation Adapter (Remote) 




50/60 Hz 100-1 20 V 


4 


T8598-03 Remote Keystation Adapter (Remote) 




50/60 Hz 200-240V 


A 


F3312-00 Remote Printer Interface 
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MR6251 



ILLUSTRATIONS/GROUP ASSEMBLY PARTS LIST 



REMOTE KEYSTATION ADAPTER TYPE 8598 
FIGURE I 



WIRED ASSY, REMOTE KEYSTATION ADAPTER 
FIGURE 2 

BACKPANEL PC ASSY 
FIGURE 3 

BACKPANEL PC ASSY (OPTIONAL) 

FIGURE 4 



CABLE ASSY 
FIGURE II 

COAXIAL CABLE ASSY 
FIGURE 12 

COAXIAL CABLE ASSY 
FIGURE 13 



BACKPANEL WIRING HARNESS W7 
FIGURE 5 



PC COMPLEMENT - LOCAL 
FIGURE 14 



AC POWER CORD 
FIGURE 6 

CABLE ASSY, LED SWITCH W11 
FIGURE 7 

CABLE ASSY, AC POWER WI2 
FIGURE 8 



PROM COMPLEMENT, LOCAL 
FIGURE 16 

PC COMPLEMENT - REMOTE 
FIGURE 15 

PROM COMPLEMENT, REMOTE 
FIGURE 17 



WIRING HARNESS, AC POWER W2 PROM COMPLEMENT, RS 232 

FIGURE 9 FIGURE 18 



CABLE ASSY, I/O CABLE ASSY 




56125 



Figure A. Figure/Assembly Locator 
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Figure 1 . Remote Keystation Adapter Types 8598 -OO thru -03 
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Illus trat i ons/GAPL 



Fife 6 


PART 










NO • 


used 


index 


NUMBER 




REF. 






PER 


ON 


NO 0 


987*54321 AftNN 


DESIG* 


1 


234567 DESCRIPTION 


ASSY 


code 


01® 


NO NUMBER 






RFMOTe kEvSTATION ADAPTER (LOCAL) 
















TYPE 8590-00 50/60 HZ 100-120V 


NP 


1 


Q 1 « 


NO NUMBER 






RFHOTe KEySTATlON ADAPTER (LOCAL) 
















TYPE 85g0»Ol 50/60 HZ 200-240V 


NP 


2 


01*> 


NO NUMBER 






RFmOTe KEyST AT ION adapter (REMOTE) 
















TYPE B5 9 a°02 50/60 HZ 100 - 120 V 


NP 


3 


01® 


NO NUMBER 






REMOTE KEySTATlON ADAPTER. (REMOTE) 
















TYPE 8590-03 50/60 HZ 20Q-240V 


NP 


4 


0 1 


NO NUMBER 






0 


WIRED A«jSY» REMOTE KEYSTATION 
















ADAPTER (LOCAL) 50/60 HZ I00=l20y 
(SEE plGo 2 FOR BREAKDOWN) 


NP 


1 


0 2 


NO NUMBER 






0 


WIRED AsSVo REMOTE keystation 
















AdApTfR (LOCAL) 50/60 HZ 2Q0=240y 
(SEE pl6. 2 FOR BREAKDOWN) 


NP 


2 


® 3 


NO NUMBER 






0 


W 1 RED AsSYo REMOTE KEYSTATION 
















AQAPTfR (REMOTE) 50/60 HZ IOO»l2ov 
(SEE pIGo 2 FOR BREAKDOWN) 


NP 


3 


a 


NO NUMBER 






0 


WIRED AsSYo REMOTE KEYSTATION 
















adapter (remote) 50/60 hz 2ou-24ov 

(see e 1 6 0 2 FOR BREAKDOWN) 


NP 


4 


®B 


NO NUMBER 






0 


EXTERNAL CABLE assy 
















(see e!G° 19 FOR BREAKDOWN) 


1 






NO number 






8 


REMOTE printer INTERFACE F33 1 2o00 








2024079 


01 




8 


. PR0M COMPLEMENT 0 RS 232 


1 


A 












( SEE pIGo 13 FOR BREAKDOWN) 


NP 


A 


0 7 


2316462 


as 




0 


0 identification plate. tS590°oo 


AR 


1 


S3 8 


2016463 


19 




0 


. Identification plateo t859S°qi 


AR 


2 


0 9 


2316463 


30 




0 


o Identification plateo t0590°o2 


AR 


3 


0 1 0 


2016463 


31 




0 


0 Identification plate. t®S9®°03 


AR 


4 


oil 


3193594 


09 




0 


. label , designation - feature/ 
















selection record 


1 




0 1 2 


2323162 


XX 




0 


PLATE 0 pOWER 


AR 




0 1 3 


4916046 


00 




9 


label. DESIGNATION ul 


J 




«14 


4915445 


06 




0 


label. DESIGNATION csa slc 


AR 
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Figure 2. Wired Assy, Remote Keystation Adapter 
(Sheet 1 of 4) 
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Illus tr a ti on s/GAPL 



FU 6 


PART 










NO • 


USED 


iNOEX 


NUMBER 




REF. 






PER 


ON 


NO, 


98765H321 


AANN 


DESlG, 


i 


2 3 R 5 6 7 DESCRIPTION 


ASSY 


CODE 


Q2« 


NO NUMBER 






wired Assy g remote keystation adapter 
















(LOcAL) 50/60 MZ 100-I20V 

(SEE FIgo 1=1 FOR NEXT HIGHER ASSYJ 


REF 


1 


02* 


no number 






wired ASSyg REMOTE KEYSTATION ADAPTER 
















(LOCAL) 50/60 HZ 2Q0-2*)0V 

(SEE F l g » 1-2 fOR NEST HIGHER ASSY) 


REF 


2 


02° 


NO NUMBER 






WirEO ASSyg REMOTE KEYSTATION ADAPTER 
















(REmOTEi 50/60 HZ 100~120V 

(SEE FIg» )-3 FOR NEXT HIGHER ASSY | 


REF 


3 


02« 


no number 






wired ASSyg REMOTE KEYSTATION ADAPTER 
















(REMOTE) 50/60 HZ 200 = 2*10^ 

(SEE FIgo 1-R FOR NEXT HIGHER ASSY | 


REF 




0 1 


2820577 


00 




0 


FRONT P&NEL g 


l 












0 


d9I 2 5 2 S o 03, ‘)9j7260»02g I 25*10= 1 2 


AR 




a 2. 


2620722 


00 




0 


wire mesh Cover 


2 












0 


R9J2525 o 0lg R917260 = 02, ‘)9 j 2 5‘(B»I2 


AR 




0 3 


2620576 


00 




0 


ENClOSUrEo UPPER 


1 












0 


r9 I 69q0d 0 I g R9 I 25*)S= I 3 0 ‘)9i 7273°0Q 


AR 






262072) 


00 




0 


bracket, cover 


2 












0 


<t9l5l0B o 0i g H917260-03g RtiaS'lB-l 3 


AR 




»5 


2620607 


00 




0 


ENCLOSUREg LOWER 


1 












0 


*♦912527=02, ‘(9 17260 = 03, *)9 j 2 5RSo i 3 


AR 




06 


NO NUMBER 






0 


pC COMPi EHE nT g LOCAL 
















(SEE f 1 G 0 IH FOR BREAKDOWN) 


AR 


& 0 2 


0 7 


NO NUMBER 






0 


PC COMPLEMENT g REMOTE 
















( SEE fIGo 15 FOR BREAKDOWN) 


AR 


3o<4 


«8 


2623305 


00 




0 


nameplate Logo 


) 
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Figure 2. Wired Assy, Remote Keystation Adapter 
(Sheet 2 of 4) 
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FIG b PART 

Index number ref. 

NO. 987AS432 1 AaNN DESIG. 12 3 4 5 6 7 DESCRIPTION 



NO* USED 
PER ON 
ASSY CODE 



02<*9 


2016570 


02 




0 


-»10 


2B16568 


01 




0 


» 1 1 


a 2899443 


20 




0 


0 1 2 


2892393 


03 




0 


B l 3 


2023144 


00 




0 










0 










0 


0 i H 


2024035 


00 


J* 


0 


c* l 5 


2824834 


00 


J3 


0 


0 1 6 


2023091 


00 




0 


ol7 


2092297 


01 




0 



plug* Button 

plug, hole so pin connector 
BUShInG. strain relief cable 
bUMpEr rubber. ADH MTG 0.012 a 0.01 
LG 0.?9 H PAD 
aC power COrD 

(see fIGo 6 FOR BREAKDOWN) 
<19I2527„03. 49)727l»o3 0 4917260-03 
nV 1 2S4Ba I 3 

COAkIAL CABLE assembly 

(see fIG. 13 FOR BREAKDOWN) 

COAxIAI. CABLE assembly 

(see fig. 12 FOR next higher ASSy ) 
cable assembly, i/o 

(see fIGo 10 FOR next higher ASSY) 
jack SCREW. F 4»40 0,270 THD LG STL 
0,703 LG 



1 1 
4 
1 

4 

1 

AR 

AR 

I 

l 

1 

4 
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Figure 2. Wired Assy, Remote Keystation Adapter 
(Sheet 3 of 4) 
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F I <3 fc 


PART 










NOo USED 


INDEX 


NUMBEN 




REF. 






PER ON 


NO 0 


9876S9321AANN 


DEsiGo 


1 


239067 DESCRIPTION 


ASSY CODE 


02c» 1 8 


202291& 


00 




0 


CARD RAcK. EXPANSION 


1 










0 


9912527.02, 9Vl7260- 0 3 


AR 


cl? 


2092222 


00 




0 


GUIDE. pTD ckt bd 


6 


0 


2620660 


01 




0 


rETaInEr. Pc BOARD 2,90 l6 


1 










0 


6912590-01. 9912590-11, 99 l 7260-01 


AR 


«=»2 1 


2810509 


XX 




0 


PC aSsEmBCV, POWER SUPPLY 


1 


0 2 2 


202069b 


00 




0 


HOUSING. POWER SUPPLY 


1 










0 


9912527,02. 9917260-03, 9912590=13 


AR 










0 


9918350=01 




o» 2 3 


202077b 


00 




0 


decal, connector location 


1 


cj 2 ^ 


2021992 


00 




0 


cable assembly, led = switch wu 














(see p I G 0 7 FOR BREAKDOWN! 


1 




202Ob79 


00 




0 


bracket, indicator 


1 










0 


9919061,01. 9917260-02, 9912598=12 


AR 


o26 


2016201 


01 




0 


DIOqE, ulGHT EMITTING green 


2 


o27 


9916503 


00 




0 


clip. Spring tension 




g>2 Q 


2020729 


00 




0 


WIRING HARNESS, AC power W2 














(see fig. 9 FOR BREAKDOWN! 


1 


«29 


2620722 


00 




0 


wiring harness, backpanel W7 














(SEE F 1 5 . 5 FOR BREAKDOWN) 


1 


«30 


9916100 


01 




0 


GUIDE, rTO CKT BD 2 0 50 LG MTG TAB 


H 


oil 


2092937 


01 


B02 


0 


FAN, TUBE AkJAL 75 CFM 1 1 5 v 50/60 Hz 














2350 rPM 


1 


*32 


99 1 b 1 2b 


16 




© 


spacer sLEEyE 


H 


0 3 3 


2021307 


00 




0 


SCREEN, power supply COVER 












it 


tTAcHins parts for index numbers 












-3.1 


thru 3a 1 












0 


9912529,19 , 9912598-H, 9917260-01 


AR 










0 


9912590.01 


AR 


-3H 


2621303 


01 




• 


COVER, POWER supply 


1 










0 


9915350.01, 9917260.03, 9’ 12590- 13 


AR 


• 3S 


2620717 


00 




• 


LABEL. h! 4H VOtTASE 


1 
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FIG 6 


PART 








NOo USED 


INDEX 


NUMBER 




REF 0 




PER ON 


NO* 


987651321 AaNN 


DESIfco 


1231567 DESCRIPTION 


ASSY CODE 


02-36 








0 CARD R Af k ASSEMBLT 


1 










0 4915350-0**. 1917260»Q3j 19i2518=13 


AR 


0 3 7 


2820629 


00 




• LA8EU BOARD POSITION 


l 


-30 


3188705 


09 




0 LABEL. DESIGNATION UNIT FCO RECORD 


1 


-39 


2820773 


01 




. DECAL, CONNECTOR LOCATION MAIN CARD 












Rack 


1 




2818566 


0 S 




0 PC ASSEMBLY. BACKPANEL BUSSED 












(see fJGo 3 FOR BREAKDOWN 1 


1 


-*U 


2818158 


02 




0 PC ASSEMBLY. BACKPANEL BUSSED 












(OPTIONAL FOR INDEX NUMBER 391 
(SEE pIG« 1 FOR BREAKDOWN 1 


AR 


— M2 


2820598 


00 




0 RETAINER. PC BOARD 


l 










0 2892733=00 


AR 


-M3 


1956571 


00 




0 RUBBER, spl u SHAPED SECT 


AR 


-MM 


2892611 


03 




0 TtRMlNAi , (t)U i CK DISCONNECT CLIP 


2 


-M5 


2821886 


00 




. cable Assembly 












(see fIG» U FOR BREAKDOWN) 


l 


-M6 


2821798 


01 




. AC POWER cable. W 1 2 












(see fIGo 8 FOR BREAKDOWN) 


i 


— M 7 


2821886 


01 




„ cable assembly 












(SEE fIG. 11 for breakdown) 


1 


-M$ 


2892616 


05 




0 FILTER. RADIO INTERFERENCE 05 AMP 












US VaC 250 VAC 50/100 Hz 


1 










0 1913556 = 02. 1917271=02 . 1912518-12 


AR 








* 


0 1*917260 = 02. 


AR 


oM9 


8 3156579 


03 




0 STRAP, tie NON MT6 


AR 


-50 


2820582 


01 




0 BRACKET, connector 


I 


-51 


2821821 


00 




0 SCREEN, base ASSEMBLY 
utTAchjng parts, for index numbers 
50 AND 51 ) 


1 










0 11912527 = 02. 1912518-13, 191726Q-03 


AR 










6 1*9 1 3556 = 02 


AR 


-52 


2692137 


Oi 


BO 1 


0 FAN, TUbE AxlAL 75 CFM I » 5 v 50/60 Hz 












2350 »PM 


I 










0 1912521 = 0*1. 1917260-01 . 1^12518-11 


AR 










0 1917271=01 


AR 


-S3 


2820576 


00 




. base 


I 


-5M 


2892339 


OM 




0 SWITCH. TOGGLE LEVER SPOT ON NONE ON 












0,1 AmP 20V 


I 


-55 


2899136 


00 




, PLATE. mTG CLAMP LOOP 




-56 


2892339 


03 




. SWITCH. TOGGLE LEVER SPOT ON NONE ON 












0.1 AmP 20V 


2 


-57 


2823803 


00 




. NAMEPLATE control 


1 


-58 


2820580 


00 




, BRACKET. SWITCH and CIRCUIT breaker 


1 










• 1912525=02. 1917260-02, 1912518-12 


AR 










• 1917271-02 


AR 


•59 


24192319 


£4 




* CIRCUIT BREAKER, 2 POLE 250 VAC 


1 
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F I (a b 


PART 












NO • 


used 


index 


NUMBER 




RE.F . 








PER 


ON 


no* 


96765432 1 6ANN 


DEslG* 


1 


2 3 > B 6 


7 DESCRIPTION 


ASSY 


CODE 


03. 


281 6566 


01 




Pc 


assembly i 


1 backpanel 
















(SEE FIg* 


2-40 FOR NEXT HIGHER ASSY) 


REF 






8 Hi 19977 


ob 




9 


TEKmI nAl • 


Tab "On ' 


... 2 




2 


8 2699065 


00 




9 


TEHmInAl b 


Tab brass tin pl 12 awg 


H 




■ 3 


2617566 


03 




0 


PC BOaRdb 


backpanel 


1 




-M 


2821 7H1 


00 




0 


guide Pin 




MO 




«»S 


2892463 


01 




9 


PIN, ELFCTRICAL connector male 
















WIRE WRAP BRZ cold 


AR 
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I 2 3 4 5 56133 



Figure 4. PC Assy, Backpanel (Optional) 



fig & 


PART 










NO a 


USED 


iNpEJC 


NUMBER 




REF . 






PER 


ON 


NO 0 


9U765H32J AaNN 


DES I G • 


i 


2 2 H & 6 7 DESCRIPTION 


ASSY 


code 


Q 4 ® 


26Uh58 


02 




Pr 


ASsEmBi V « BACKPANEL (OPTIONAL) 
















( see FIg« 2-41 for NEXT HIGHER ASSY . ) 


REF 




• 1 


8 Hi 19977 


00 




e 


TERmInAl • TaB-ON 


2 




-2 


8 2B9V06S 


00 




0 


terminal, Tab brass tin pl 12 amg 






0 i 


2817H&6 


02 




a 


PC BOARn t backpanel 


\ 




mH 


262 17 H l 


00 




6 


GOIdE P)N 


<40 




• 5 


2692222 


00 




a 


PIN, ELFCTRICAL CONNECTOR male 
















SOLDEb COP gold 


AR 
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Figure 5* Wiring Harness, Backpanel WJ 



fig & 


PART 










NOo 


USED 


INDEX 


NUMBER 




REF. 






PER 


ON 


NOo 


9870bS32l AANN 


desio. 


1 2 3 *t 5 6 7 DESCRIPTION 




ASSY 


code 


0 5 - 


2820723 


00 




B*CKPaNEL WIRING harness. W 7 
















(SEE Flr.« 2-27 FOR NEXT hUhER 


ASSy> 


REF 




• i 


2892<43g 


02 




• J T E R M T N A l . TaB RECEPTACLE 0.J76 


10 














M/0. 2*0 W 12-16 AWG 




H 




»2 


2899H9H 


00 




. clamp Loop. o,ob2- 0.625 for 


MTG 


AR 




-3 


8 3U0bM0b 


00 




. cLAmP. LOOP (dent BAND 




1 






2892H38 


08 




. termInAi . Tab receptacle 0.135 


ID 














M / 0 » 1 g 7 I 8-22 AWG 




6 
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Figure 6. AC Power Cord 



F I (a & 


PART 










NO© USED 


I NDE X 


NUMBER 




REF. 






PER ON 


NO, 


Vtt76b«U2l 


aann 


DESI&. 


1 


234567 DESCRIPTION 


ASSy CODE 


06c 




28231*1 <4 


00 


> 


Power C 0 R 0 . Ac 
















( SEE F Jg« 2-13 FOR NEXT HIGHER ASSy ) 


REF 


® i 


u 


3008400 


00 




• 


CCAhP, LOOP IOENT BAND NON mT& 


1 






2092438 


07 


A 1 FL 1 " 1 . 


0 


termInai 0 tab receptacle 0.135 id 












AlFLl-2 




M/O. 25 O la»22 AWG 


2 


®3 


u 


3186271 


03 


A1£S»A| el 


0 


TERhINAl • LuG CRPG INSULATED NO. 10 
















screw ring 10-12 awg 


2 




& 


3166271 


02 


A 1 E2 


0 


TERnlNA t , lug crpg insulated NO. 8 
















screw ring 18-22 awg 


1 


• 5 




2892332 


01 


A5A3P2-2 


0 


socket, electrical connector brs tin 
















CrPG fEHAlE 14-20 AWG 


1 
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Figure 7 * Cable Assy, LED Switch W11 



Fife & 


PAKT 








NO * USED 


INDEX 


NUMBER 




REF. 




PER ON 


NO® 


78765*8321 AaNN 


DEs I 6 • 


1 ? 3 *8 5 6 7 DESCRIPTION 


assy code 


0 7 83 




282 17*82 






cable assfmbly. led » switch wn 














(SEE FlGo 2-2*8 for next higher ASSY ) 


REF 


- J 




2552*8*12 


01 


A1A7PI 


0 CONNECTOR p ELECTRICAL INSULATOR 














female *»*8 holes 


1 


*2 




2886606 


07 




0 LABEL. CONNECTOR designation 


1 


■ ©3 




2872382 


00 




. key POL&R l Z 1 NG . ELECT CONN 


1 


e> ^ 




*8786608 






. SOCKET 1 ELECTRICAL connector female 














CRPG cOP 


30 


og 


u 


*87 8 6601 


00 




0 sOCrEt. ELECTRICAL CONNECTOR FEMALE 














CRPG cOP GOLD 20-2*8 AWG 


9 


©6 


8 


6017766 


00 




0 terminal. Tab receptacle o.oao 10 














F/0 .0*2 W 20 = 2*8 AWG 


6 


«» 7 




3082776 


01 




. CONNECTOR . ELECT INSULATOR F 2 HOLE 


2 


_«a 0 




3082777 


01 




. SOCKET . ELECTRICAL CONNECTOR female 














BrZ 60LO 28-30 AWG 




©9 


U 


3856271 


1 1 




. terminal, lug crpg insulated no. 10 














screw ring 10-22 awg 


1 


*10 


u 


3005*808 


00 




. clamp, loop ioent bano non mTG 


1 


*11 




2877*87*8 


00 




. clamp loop, non mtg 


AR 
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56137 



Figure 8. AC Power Cable, ¥12 



FIG b 


PART 










NOo 


used 


INDEX 


NUMBER 




REF. 






PER 


ON 


NOo 


7B7654321 AANN 


DES I 6 0 


1 


234567 DESCRIPTION 


ASSY 


code 


Ofl«» 


2023607 


Oi 




Ac POwEB r ABLE • W12 
















(SEE F l G® 2-46 FOR NEXT h!GhER ASSY ) 


REF 






209243a 


0© 




0 


terminals Tab receptacle o« uo 10 
















M/0, 2^0 14=16 AWG 


2 




a 2 


2023*453 


00 




0 


filter ASSEMBLY 


I 






20720 00 


00 




0 


. capacitor, fxd metal plateo oiel 
















250 v l UF 203 


I 




o*| 


8 3162260 


22 




0 


. RESISTOR, FXD COMP 0 « 5m 330k 53 


1 




<s»B 


207749*4 


00 




0 


clamp loop, o,ob 2 - 0*025 oi a mtg 


AR 




0 7 


a 3005406 


00 




0 


CLAmP. loop (dent BAND NON mTG 


i 




0 © 


2672430 


07 




0 


termInai , Tab receptacle 0,135 10 







M/0. 2*0 10-22 AWfi 



2 
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Figure 9* Wiring Harness, AC Power W2 



FIG & 


part 










N 0 «> USED 


INDEX 


NUMBER 




REF. 






PER ON 


NO t 


98765*132 1 AaNN 


DESIG. 


I 


239567 DESCRIPTION 


ASSY code 


09® 


2820729 


00 




Ac 


. POWER WIRING HARNESS! W2 














(SEE Flat 2.28 FOR NEXT HIGHER ASSY ) 


REF 


®i 


2899565 


00 




0 


terminal , tab recp o, iso io F/ 0.125 














20*22 AMG 


M 


«2 


2899999 


00 




0 


cLAmP LnOP. 0,082 - 0.658 FOR MTG 


AR 


v» 3 


a 3005908 


00 




' 0 


CLAmP. LOOP ident BAND NON mT<5 


I 




2892330 


00 




0 


cONnECToRi rectangular elec plug 














9 HOLES 


l 


• 5 


2892332 


01 




0 


SOCkET 1 ELECTRICAL CONNECTOR CRpG 














BrS Tin F 19=20 AWG 


8 


® 6 


28 1 6506 


28 


ASA3P2 


0 


LABEL. CONNECTOR DESIGNATION 


. I 


tm 7 


2892938 


07 




0 


terminal. Tab recp 0.135 id m/o.2Bo 





18-22 AWG 9 
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F 16 b 


PART 










NO 0 


USED 


INDEX 


NUMBER 




REF 0 






PER 


ON 


NOo 


987659321 AaNN 


DESKbo 


I 


239567 DESCRIPTION 


ASSY 


CODE 


10® 


2823891 


00 




Cable assembly . 1/0 
















1 SEE f I so 2=16 FOR NEXT HIGHER ASSy j 


REF 




9 I 


0 9915358 


01 


Al&6»Pi 


0 


CONnEcToRs rectangular elec plug 
















90 FlyEO sockets str r 


1 




®2 


2316506 


00 




0 


LABELt CONNECTOR DESIGNATION 


1 




«=»3 


2392783 


00 


J& • J2 


0 


CONNECTOR » RECTANGULAR el EC PLUG 
















25 FlaED PINS 


2 






2892392 


03 




0 


pull tab electrical connector 


S 
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FIG 6 


PART 






NO* 


USED 


Index 


NUMbEN 


RtFe 




PER 


ON 


NO. 


9676&H32 l AaNN 


DESM»e 


1 2 3 1 5 6 7 DESCRIPTION 


ASSY 


CODE 


ii« 


2&2U86 00 




c 4 ble assembly 







(SEe Flo* 2-H5 FOR NEXT HIGHER aSSy j REF 

2621686 01 CaBLE ASSEMBLY 

(SEE Flo* REF 



.1 a 9061VS 02 

-2 a 1911901 08 



. TERMINAL LUG, 0 DISC 0,160 10 F 

0.250 TAB 11=18 AM& 1 

. TERMINAL LUO, CRPG NO. 10 SCR SPADE 

S L TD 11-16 AwG 1 




1,2 




Figure 12. Coaxial Cable Assy 
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F 16 & 


PART 








NOo USED 


INDEX 


NUMBER 




REFa 




PER ON 


NO 0 


907*5932 t AANN 


DEs I 6 ® 


J 2 3 *♦ & 6 7 DESCRIPTION 


ASSY CODE 


i 2«* 


262383*4 


00 




coaauu Cable assembly 












( SEE F I G» 2=15 FOR next higher assy I 


REF 


W i 


269212m 


03 




0 cUMn£cToR» rectangular ELEC plug 












R HOLfS 


1 


«2 


2692123 


00 




0 SOCKET. ELECTRICAL connector crpg 












PhOS rRZ female 18=22 A«G 


2 


0 3 


0 316627 1 


10 




. tERmINA) 1 LUG CRPG INSULATED 












No« 6 SCREW RING 29*26 AWG 


1 


-M 


269204a 


00 


J3 


. cUNrEcToRo coaxial elec plug 












l FIXED female 50 OHM 


1 




Figure 13- Coaxial Cable Assy 



F 16 & 


PART 








NOo US£D 


index 


NUH6ER 




REF 0 




PER ON 


NOo 


9B765H32I AANN 


DESI6® 


1239567 DESCRIPTION 


ASSY CODE 


13® 


2023835 


00 




Coaxial cable assembly 












I see f!g« 2=19 for next HIGHER aSSy ) 


REF 


• 1 


2092129 


03 




' CONnEcToRi rectangular Elec plug 












9 HOLES 


1 




2092123 


00 




0 sOCkETi ELECTRICAL CONNECTOR crpg 












PhOS rRZ FEMALE l 0=22 AWG 


2 


• 3 


8 3156271 


10 




» tERmINAi 1 Lug crpg INSULATED 












Not 6 SCREW RING 29*26 A^G 


1 




2092090 


00 


JH 


• cONnEcToR » COAXIAL ELEC plug 












» fixed female so ohm 


1 
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Figure 14. PC Complement - Local 



FI<i fr 


PART 










NO* 


USED 


index 


NUMDER 




REF. 






PER 


ON 


NO# 


90705H321 AANN 


OtSIG. 


l 


2 3 *t 5 6 7 DESCRIPTION 


ASSY 


code 


m- 


NO NUMBER 






Pc 


complement - local 
















(SEE FIg* 2-6 FOR NEXT HIGHER ASSY) 


REF 


1.2 


-1 


2023B8H 


XX 




• •• 


PC aSSEmOLY. processor 


1 




-2 


2B2H077 


01 




• 


prom COMPLEMENT, local 
















(SEE F l G • 16 FOR BREAKDOWN) 


l 




•3 


2072302 


XX 




• 


PC ASSEMBLY, coax interface 


1 





2-22 



MR6251 



COMPANY CONFIDENTIAL 

















Illustrations/GAPL 




Figure 15- PC Complement - Remote 



FIG b 


PART 








NOo 


USED 


index 


NUMBER 


REF • 






PER 


ON 


NOo 


967*5*4321 AfiNN 


DESlGo 


1 2 3 H 5 6 7 


DESCRIPTION 


ASSY 


code 



is** 


NO NUMBER 




Pc COMPLEMENT *> REMOTE 

(SEE FIs* 2-7 FOR NEXT HIGHER ASSY) 


REF 


-1 


282368*4 


XX 


. PC ASSEMBLY , PROCESSOR 


1 


®»2 


282*4076 


01 


. PROM COMPLEMENT, remote 

1 see fig. 17 for BREAKDOWN 1 


1 




2672302 


XX 


. pc ASSEMBLY . COAX INTERFACE 


1 
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Figure 16. Prom Complement - Local 



FIG (r 


PART 






NO. 


USED 


index 


NUMBER 


REF. 




PER 


ON 


NO. 


98765432 1 A ANN 


OESIGe 


1234567 DESCRIPTION 


ASSY 


code 


U* 


2824077 01 




PrOM complement » local 







I SEE F 1 6 • 14-2 FOR NEXT HIGHER ASSY ) REF 1.2 



-1 2623991 03 . jC - TT Lt 8192 BIT READ ONLY MEM 1 
• 2 2823991 O 4 * . IC - TT(_ t 8 j 92 BIT READ ONLY MEM l 
-3 2823991 05 . iC » TTl« 8 l*2 BIT READ ONLY MEM 1 
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I 2 3 




Figure 18. Prom Complement, RS 232 



F I 6 & 


PART 








NO* 


USED 


index 


NUMBER 




REF. 




PER 


ON 


NO* 


9*7*5*021 AiNN 


DESIG* 


1239567 DESCRIPTION 


ASSY 


CODE 


18- 


2829079 


01 




PbOM cOmPi EMENT, RS 2 32 














(SEE F I G • I-* FOR NEXT HIGHER ASSY) 


REF 


A 


-I 


99 1 6996 


00 




• INTEGRATED CIRCUIT • MEMORY mOS 2 U 9 


2 




• 2 


2823992 


07 




, IC - TTl , 8192 bit ROM 


1 




• 3 


2892993 


00 




, INTEGRATED CIRCUIT, DIGITAL 


1 
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3 





PART NUMBER 


LENGTH 

(FEET) 


2808043-00 


5 


-01 


10 


-02 


15 


-03 


20 


-04 


25 


-05 


30 


-06 


35 


-07 


40 


-08 


45 


2808043-09 


50 



Figure 19- Cable Ass y. Modem 



FIG & 


PART 










NO q 


I NOES 


NUMBER 




REF. 






PER 


NO a 


987654321 AANN 


DESlGo 


l 


234567 DESCRIPTION 


ASSY 


19 = 




2000043 


KH 




CaBLE assembly t modem 
















(SEE F!g° I "5 FOR N£sT HIGHER ASSY | 


REF 












notes 

sfe table on fUi 19 for cable length 
Information for ordering purposes. 




O ^ 


a 


49 1 S J 35 


00 




0 


CONnEcToRu RECEPTACLE ELEC 2& HOLES 


1 


©2 


a 


2899S13 


00 




0 


SOCKET « ELEC CONN CRPG COP GOLD F 
















20°30 AW6 


30 






2892347 


03 




9 


SHIELD. ELECT CONN W/CLAMP 
















0.620 W X 1.615 LG X 0.75 H 


3 






49S6S68 


OJ 




9 


PLASTIC MOLDING (OPTIONAL FOR INDEX 
















NuMbEn 3) 


AR 


m *§ 


a 


4915136 


00 




0 


CONNECT 0 R 0 RECEPTACLE ELECT 25 HOLES 
















PINS 


1 


O §j 




2899&1 4 


0 s 




9 


PIN, ELfC CONN CRPG COP GOLD MALE 
















20-30 AWG 


U 




a 


3011816 


03 




0 


SCREW AqSY « CONN CPLG 0.597 LG 
















0.05170.63 OPENING 


2 


®7 


a 


2899249 


00 




9 


SPLICE cQNO, CLOSED END 0.60 LG 
















14-22 AWG 


i 




a 


3005408 


00 




0 


CLAmP. 1 OOP IDENT BAND NON mTG 


1 


©9 


a 


301 1816 


Qi 




0 


SCREW AsST • CONN CPLG 0.547 LG 
















0.4342/0.054 OPENING 


2 
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SfccUON 3 

kEfe rente designation index 



REF 
des I <; 



A1 AHPi . o • 
AIa7RI«oo 
A l E2 « o « o o 
ALES.Al El 



MR6251 



FU b REF FIG 6, REF F 1 G 6 REF FlG & 

index no. desig Index no* desIg index no* desig index no* 

10-1 AiFl 1-2». Q6-? nl****«.* 02 = 52 J4. ...... 02-14 

07-1 A I Fl 1 = I 1 . 06-2 02-3 1 J4, ...... 1 3-4 

06-4 ASA3P2... 09-6 j3. ...... 02-15 J1..J2... 10-3 

06-3 A^ A3P2-2 . 06-s j3«.....o 12 = 4 
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StcTlOw H 



MR6251 



numerical index 







Flo & 






FIG 6 








FIG 1 


PART KlUhbtK 


INDEX 


PART NUm65R 


1 NDLX 




PART NUMBER 


l NOE ; 






NO • 






No 0 








NO, 


at 9064*5 


02 


11-1 


2323805 


00 


02-8 


a 


2s99 2 49 


00 


19-7 


25524*2 


01 


0 7 • 1 


2823834 


00 


12- 




2899436 


oo 


02-55 


28080*3 


XX 


19- 


2823035 


00 


13- 


a 


2899443 


20 


02-1 l 


2 8 1 6 2n 1 


01 


02-26 


2323884 


XX 


14-1 




2899494 


oo 


05-2 


28164*3 


lb 


01-7 


2823884 


XX 


15-1 




2899494 


00 


07-H 


28 164*3 


19 


0 l-a 


2823891 


OQ 


02-16 




2899494 


00 


Q8-5 


2 8 1 6M * 3 


2 U 


01-9 


2823391 


00 


10- 




2899494 


00 


09-2 


28164*3 


21 


01-10 


2823991 


03 


16-1 


0 


2899513 


00 


19-2 


281 65n^ 


Ob 


10-2 


2823991 


03 


l 7 c 1 




289951 4 


0 1 


19-5 


28165n6 


07 


07-2 


2323991 


04 


16-2 




2899565 


00 


09-1 


281 65n* 


2b 


09-6 


2323991 


04 


17-2 


Q 


3005400 


00 


05-3 


28165*8 


01 


02-10 


2823991 


05 


16-3 


fJ 


3005400 


00 


06«i 


2816570 


02 


02-9 


2823991 


05 


17-3 


3 


300540© 


00 


07- l 0 


2817450 


02 


U4-3 


2823992 


07 


lb-2 


0 


3005408 


00 


0©«7 


28175*6 


03 


03-3 


2824407 7 


01 


14-2 


0 


3005408 


00 


09-3 


281045© 


02 


02-41 


282M077 


01 


16- 


0 


300540© 


00 


19-8 


2010450 


02 


04- 


2829078 


01 


15-2 


0 


3011816 


ol 


19-9 


28105*6 


01 


02-40 


2829078 


01 


17- 


0 


3011816 


Q© 


19-6 


20105*6 


01 


03- 


2829079 


01 


01-5 




3012996 


ol 


07-7 


28l8Sfl4 


XX 


02-21 


2329079 


01 


13- 




3012997 


Ql 


07-8 


2820576 


00 


02-52 


2329034 


00 


02-15 


0 


3156271 


02 


O6-4 


2820577 


00 


02-1 


2029035 


00 


02-14 


Q 


3156271 


0© 


0 6-3 


2820578 


00 


02-3 


2 877302 


XX 


14-3 


Q 


3156271 


10 


12-3 


2820579 


00 


02-25 


2872302 


XX 


15-3 


0 


3156271 


10 


13-3 


282QS»Q 


00 


02-58 


2892040 


00 


12-4 


0 


3156271 


1 1 


07-9 


2820502 


01 


02-50 


2392040 


00 


13-4 


Q 


3 1 56579 


03 


02-49 


2820598 


00 


02-42 


2892123 


00 


12-2 


a 


316226© 


2 2 


08-4 


202060? 


00 


0 2 a 5 


2892123 


QQ 


1 3-2 




310870© 


0^ 


02-30 


20206*9 


00 


02-37 


2092124 


03 


12-1 




3193594 


0? 


01-11 


38206*0 


01 


02-20 


2892124 


03 


13-1 


0 


4 l 19977 


00 


03-i 


2820695 


Qy 


02-22 


2892222 


00 


02-19 


0 


4119977 


00 


04-1 


2820717 


00 


02-35 


2892297 


OS 


02-17 


a 


49149Q1 


0© 


1 1-2 


23207 9 1 


00 


02-4 


2892312 


go 


07-3 




4915125 


16 


0 2® 3 2 


28207 ? 2 


00 


02-2 


2892319 


06 


02-59 


u 


4915135 


DO 


19- 1 


20207*3 


00 


02-29 


2892323 


00 


04-5 


0 


4915136 


00 


19-4 


20207*3 


00 


05- 


2892330 


00 


09-4 


0 


4915358 


Ol 


10-1 


28207 9*4 


00 


02-20 


2092332 


01 


06-5 




4915445 


q6 


01-14 


20207*4 


OQ 


□ 9 - 


2892332 


01 


09-5 


0 


4915601 


00 


07-5 


2820773 


01 


02-39 


2892339 


03 


02 — 56 




4915601 


0** 


Q7-4 


2820775 


00 


02-23 


2092339 


04 


02-54 




4916046 


00 


01-13 


28213n3 


01 


02-34 


2892342 


03 


10-4 




491610© 


Ol 


02-30 


282 1 3q7 


00 


02-33 


2092347 


02 


19-3 




4916583 


00 


02-27 


20217441 


00 


U3-4- 


2892393 


03 


02-12 




4916946 


00 


10-1 


28217t4l 


00 


q4®4 


2892437 


01 


02-31 




4956574 


00 


02-43 


2621796 


01 


02-46 


2892437 


01 


02-52 




495606© 


01 


19-3 


20210*4 


Qu 


02-51 


2092438 


02 


05-1 


0 


5019966 


00 


07-6 


202 l 0 q6 


00 


02-45 


2892430 


05 


05-4 










2821306 


00 


11- 


2392433 


07 


06-2 










2821306 


01 


02-47 


2892438 


07 


08-0 










2821306 


01 


11 - 


2892438 


07 


09-7 










2821902 




07- 


2892433 


0 © 


08-1 










28219^2 


OQ 


02-24 


2892463 


01 


03-5 










20228 1 5 


00 


02-18 


2892616 


05 


02-48 










2823144 


00 


02-13 


2892641 


03 


02-44 










2323 1 4 M 


00 


06 - 


289270© 


00 


10-3 










2323 1 4,2 


XX 


01-12 


2392830 


OQ 


08-3 










2823453 


00 


08-2 


2892993 


00 


13-3 










2323607 


01 


00 — 


« 2899065 


00 


03-2 










23233 n 3 


00 


02-57 


» 2899Q65 


QO 


04-2 











COMPANY CONFIDENTIAL 




section s 

ATTACHING HARDWARE 



pAhT NO DESCRIPTION 

H912&2H OH SCREW mAcHoPAw HO slOTo CRpS SST PASS SLTD 6»32 ,5oO 

H91252H l<4 SCREW mACH=PAw HO SL°To CR(?S SST PASS SLTD 6 = 32 a" 000 

*49 1 2525 01 SCREW mAcH PA n HO SLOTTED cRES SST PASS SLTD 8 = 32 o3l2 

‘1912525 02 SCREW mACH PAm HD ^lOTtEq cRES SST PASS SLTD 8 = 32 o375 

*}9la5.25 03 SCREW H AcH PAw HO rlOTtEq cRES SST PASS SLTO 8 = 32 .<438 

H912527 02 SCREW p M ACH . P A w HD SLOTTED cRES SST PASS SLTD 10 = 32 .500 

<4912527 03 SCREW. mACHoPAm HO SLOTTED fHES SST PASS SLTD 10 = 32 .625 

H9125‘)0 01 NUToPLaIn,hE)UgON = mACNIN£. SST PASS »3l2flpLT 6032.ll 1 ) 

491 ?5H0 11 WASHER. FLAT „ ROUND SST PASS.065THK .16*410 .39000 

<49l?5<48 12 WASHER. FLAT . ROUND SST PASS.065TH« .19610 .H5300 

H9125H8 13 WASHER , FLAT „ ROUND SST PASS.Q65THk .22710 .51500 

H9135S6 02 SCR TAp THD FbmG == PAN STL XREC 8 .500 

<491 <*06 1 01 SCREW. TAPplNp. THREAD FORCING PAN CRES KREC 8 .375 

<4916100 01 SCREW. CAP, Snc^ET hEA D — CRE CRES PASS HSOC 10 = 32 .500 

H91S350 01 SCREW . TflppIN,;. THREAD FORCING PAN CRES XREC 10 o375 

<4915350 o<4 screw, TAppiNr., Thread forming pan cres xrec io .750 
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